To:  Cooper,  William[Cooper.William@epa.gov] 

From:  Wharton,  Steve 

Sent:  Thur  3/26/201 5 3:44:09  PM 

Subject:  RE:  Upper  Animas  Website 


Thanks  Bill.  Do  we  need  to  get  any  approvals/permissions  before  we  create  a new  page 

in  the  new  system,  given  the  national  effort  to  revamp  ail  of  the  webpages? 


From;  Cooper,  William 

Sent:  Thursday,  March  26,  2015  8:43  AM 

To:  Wharton,  Steve 

Subject:  RE:  Upper  Animas  Wehsite 


This  is  no  link,  Steve,  because  the  draft  page  I made  for  Upper  Cement  Creek  was  in  the 
previous  WebCMS,  was  never  published,  and  no  longer  exists.  Here  is  a PDF  of  what  that  page 
looked  like. 


From;  Wharton,  Steve 

Sent:  Wednesday,  March  25,  2015  5:25  PM 

To:  Cooper,  William 

Subject:  Upper  Animas  Website 


Hi  Bill  - Could  you  let  me  know  the  link  to  the  mock-up  for  the  Upper  Animas  website? 


Thanks, 

Steve 


Steve  Wharton,  Unit  Chief 
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